A,  Definitely.

Q.  You cannot say here as based on your experience
as a blaster that there is one particular method which
is mandated to be followed In all instances everywhere?

A.  No.

Mr.  Williams also  indicated   that  any  posted  sign signals  should  be
followed,   and ever   though hand  signals or  radio   communications  are used,
the posted warning  signals  should definitely be   followed   (Tr.   99).

David Fotempa,   testified   that  at   the   time  of   the blast   in  question
he was  employed by  Doan  Coal  doing  "a   little bit   of  everything",   but
that he is no longer  employed   there.     He was   at   the mine  site at   the   time
of the blast,   and he  stated   that he arrived  there   in a pick-up  and went
to the scale house.     He  arrived  at   the mine  property   "about, less   than
five minutes before  the  blast"  and was on   the main  road  and  driveway
to the  scale house.     No   one   told him  to   take  cover,   but he knew  there
would be a shot,   and when, he  got  out of  his   truck he went   to  the
scale house to get  a  can  of  pop,   but he  did not   go   there  for  the  specific
purpose of getting out  of   the blast  area   (Tr.   100-102).

Mr.   Potempa stated   that   the scale house  is   a   "good  300   to   400  feet"
from the area where  the  blast  was   fired,   and when  asked whether he believed
the scale house  is  a  designated   "safe  area",   he  replied   ITit  depends  on
what you are hiding  from".     He believed   It was  probably  safe  from any
blasting,   but indicated   that   the scale house was  not   posted with  any__.
blasting warning signs.     He also  stated   that  a member of mine management,
in the person of  the  owner's   grandson,   told him  to  go  to   the  scale
house.     In addition,   Mr.   Potempa stated   that  he heard  the blast warning
signals as soon as  he pulled  up  in  front  of   the  scale house and he
shut off the pick up.     The blast went  off   "probably  less   than a  minute
after the  last warning signal was   given,   and he was  in  the scale house
when the blast went  off.     He   looked out   the window and saw  "all  kinds  of
rock and debris   thrown all over  the place'r,   but none hit  the scale house,
and none came close  enough to   cause  any  danger   (Tr.   105).

Mr,  Potempa stated   that when  the  blast was  over,   he  drove  his   truck
to  the stockpile area which he described  as being   "off  to   the  right"
of  the blast  area,   and while he was   there he observed  the accident victim
lying on the roadway  leading   to   the  stockpile.     His  hard hat was  off,   and
he was  at  the edge  of  the  stockpile.     Mr.   Potempa   stated   that  he  did
not believe the accident  victim's  body was   "inside  the blasting area",
which is described  as   "probably  about   300   feet  away",   but   that   the victim
was found  "probably  close   to   300  feet"   (Tr.   107).

Mr.   Potempa  testified that he was   familiar with  the  posted blasting
warning signs which were on   the mine  property,   and he indicated   that   the
signals given on the  day  in  question were  the   "same  type as   the  sign",
but he could not  specifically   recall how many  signals were sounded
because he did not  pay  that  much attention  to  it  because   "it  is   really
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